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Message Text 


UNCLASSIFIED 

PAGE 01 CAIRO 02834 031249Z 
53 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

103907 

R 031100Z MAR 76 
FM AMEMBASSY CAIRO 
TO USDOC 

INFO SECSTATE WASHDC 632 
AMEMBASSY BRUSSELS 

UNCLAS CAIRO 2834 

E.O. 11652: N/A 
TAGS: BEXP, EG 

SUBJECT: PRIVATE TRADE OPPORTUNITY 
1 . 729/NA/P0034 
2. 030276 
E. W. HALL 

4. 729 EGYPT 

5. A Y-TECHNICAL CONSULTANT 
6A. WRITE - 

6B. MR. MICHEL ELIAS GHATTAS 

6C. ARABIAN COOLING AIR CONDITION COMPANY, 7 ALY BEY EL NAGGAR 
STREET, SHOUBRA, CAIRO, A.R.E. 

7. CABLE:- TEL: 43139 - 976143 


9. Ill 

10. DESCRIPTION: 
UNCLASSIFIED 

UNCLASSIFIED 
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3585312 - 0200 SUPPLY OF 3 CHILLER UNITS, CAPACITY OF 100 
TONS EACH, EQUIPPED WITH AUTOMATIC CONTROLS. MOTORS MUST 
BE 380 VOLTS, 3 PHASE, 50 CYCLE; CONNECTIONS STAR DELTA. 

COST ESTIMATED AT U.S. DOLS 200,000. PRICES SHOULD BE QUOTED 
CIF ALEXANDRIA; ANSWER BEFORE MARCH 31. MR. MICHEL GHATTAS 
WAS CHIEF ENGINEER FOR CARRIER CO. FOR LAST 15 YEARS AND 
WAS RESPONSIBLE FOR ALL AIRCONDITIONING WORK AT CAIRO INTER- 
NATIONAL AIRPORT, NATIONAL BANK OF EGYPT AND MISR BANK. 

EILTS 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CAIRO02834 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760081-0240 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976031 01 /aaaadkvq. tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 0 JUN 2004 by fisherem>; APPROVED <1 7 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, EG 
To: COM 
Type: TE 
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